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The movement of inactive records from office space to 
the Records Center continues at a steady rate. The Records 
Center now has on hand 13,063 cubic feet of records. This 
is equivalent to 2,177 four-drawer letter size cabinets with 
a replacement value of $1^69,252.35. 


L. K. WHITE 
Deputy Director 
(Administration) 
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